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There follows a list of Yugoslav artillery equipment in 
current use: 

1. 4 5 mm. anti-tank gun - range 1,000 meters 

2. 76 mm. anti-tank gun - ZIS 3 model - range 6,000 meters 

3. 88 mm. anti-tank gun - no details 

4. 76 mm. field artillery gun - effective range 4,000 meters - 
four charges 

5. 152 rim. cannon - no details 

6. 122 mm. howitzer - effective range 7,000 meters-seven charges - 
rubber tires 
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7. 45 mm. mortar - effective range 2,000 meters 

8. 82 mm. mortar - effective range 3,500 meters-weight of shell 
nine kilograms. There are four 82 mm. mortars in a battery. 

9. 120 mm. mortar - effective r-nge 4,000 meters - weight of 
the shell is 16 kilograms. 

10. The goniometers and the measuring instruments which are of 
Soviet make are corrected to six thousandths of a mil Csio) , 
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